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Components of film originally examined: 


Feature: 

The Scandal 

Running time: 

85.48 

Trailers: 

Newton Video Notice 

Running time: 

0.09 


Age Restriction Notice 


0.05 


Safe Sex Notice 


0.14 


Copyright Notice 


0.02 


VMD & Marcel Dorcel Presente Notice 


0.39 



Total Running time: 

86.57 


Excision/Alteration: Yes. 


Reason(s) for Excision: 

Three excisions are required from the video recording The Scandal. Two excisions 
are required to remove material involving two policemen coercing women to have sex 
with them. The impact of this material is such that the video recording tends to 
promote and support the use of coercion to compel persons to participate in sexual 
conduct. A further excision is required to remove sexual conduct of a degrading 
nature where two men take turns to ejaculate onto a woman and then dismiss her in a 
degrading manner. 


Approved components of film after excision: 
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Feature: 

The Scandal 

Running time: 

79.43 

Trailers: 

Newton Video Notice 

Running time: 

0.08 


Age Restriction Notice 


0.05 


Safe Sex Notice 


0.15 


Copyright Notice 


0.02 


VMD & Marcel Dorcel Presente Notice 


0.38 


Total Amended Running time: 80.51 

Classification Decision: 

Objectionable except if the availability of the publication is restricted to persons who 
have attained the age of 18 years. 

Display Conditions: 

Nil. 

Descriptive Note: 

Contains explicit sex scenes. 


Direction to issue a label has been given on 23 February 1998 


SUMMARY OF THE REASONS FOR DECISION: 
Not Applicable. 
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